Table 4.3 (continued)

Number of
 Funding agency        Energy source   " ^ . wxtn
 funding
	Number of projects without funding
	Envi r onroen t al control technology research category
	Dollars (in millions)

Multienergy        6
	1
	Air quality controls
	0.1


	
	Solid waste management and
	0.02


	
	land reclamation
	


	1
	Water control and protection
	

1
	0
	Disposal of surplus contami-
	0.01


	
	nated equipment and
	


	
	facilities
	

Nuclear Regulatory         Nuclear           18
	0
	Air quality controls
	3.5

Commission                                28
	10
	Solid waste management and
	1.9


	
	land reclamation
	

24
	0
	Water control and protection
	1.0

18
	8
	Disposal of surplus contami-
	0.3


	
	nated equipment and
	


	
	facilities
	

21
	3
	Energy materials transport
	1.2

Multienergy        5
	1
	Air quality controls
	0.1


	1
	Solid waste management and
	


	
	land reclamation
	

4
	2
	Water control and protection
	0.1

1
	0
	Disposal of surplus contami-
	0.004


	
	nated equipment and
	


	
	facilities
	

3
	0
	Energy materials transport
	0.1

Tennessee Valley Authority  Fossil           20
	8
	Air quality controls
	1.3

11
	4
	Solid waste management and
	0,6


	
	land reclamation
	

11
	0
	Water control and protection
	0.7

Nuclear          1
	0
	Solid waste management and
	0.007


	
	land reclamation
	

4
	0
	Water control and protection
	0.1


	0
